HOSPITAL MANAGEMENT COMMITTEE PERFIN by Catalogue Editor 


Member Keith Sears, from Canada has submitted the above perfin (on QE2) 
which is associated with "Redhill Group Hospital Management Committee" 
so presumably the lettering is RH/MC. 

If so, why the strange 'N-like' H ? 

Has anyone any ideas or similar perfins ? 

Please contact Catalogue Editor (or Bulletin Editor for forwarding). 
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